NEW OFFICIAL? 

Steve Dunderdale reports the following cover he has just 
aquired, 

Perfin: NA/CB 13,10/8,14 5mm 





The cover is franked with a K.G.V ld and cancelled in 
Liverpool on November 22nd 1917. The reverse of the cover bears 
a rubber stamp impression reading, 


From NAVY & ARMY CANTEEN BOARD 
ROYAL LIVER BUILDING, 
LIVERPOOL. 


Can anyone add any further information? Please let Ron 
Bowman have anything you are able to add - stamps, postmarks or 
details of the Board itself. 


1 & 2/79/Page 2 


